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A Dental Practice: Selling/Buying a Valuable Asset, Lois Winter, 
A30-A32 
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ADPAC Chairman Recalls His New York Roots, AS14-AS15 
Presidential Citation to Dr. Divack for ADPAC Seminar Series, D41. 

The Aesthetic Restoration of Ankylosed Deciduous Teeth Utilizing 
Porcelain Laminates: Report of a Case Study, Donald R. Caine, 
F21-F23 

Aesthetics 
Views on Dental Appearance Measured, MY41 

The AFDH Grants To Study AIDS Risk To Dentists, AS47 

Aid Group 
Fund Established For Colleague Awaiting Heart Transplant, 

A38-A39 
Guidelines For An In-Office Aid Group, Donald J. Murray, A27-A28 
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AIDS Clinic Opens At St. Clare’s, JJ39 
DSSNY Offers Booklets On AIDS, Hepatitis B, Herpes, J12 
Gingivitis Linked To AIDS, F39 
Infection Control Procedures, AS48 
Alexander, Stanley A., Preventive and Interceptive Orthodontics: A 
Goal of Clinical Practice, F25-F27 
Amendments to the Constitution and Bylaws, 013-016 
American Academy of Periodontists, Professional Partnership Program 
Launched by Periodontists, D42. 
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Dr. Wasserman Elected President of AAHD, J45 
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ADA Council Reviews Specialties, A40 
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Tartar Control Statement Clarified, AS44 
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AFDH Announces Leadership Appointments, A41 
AFDH Awards Six Major Training Fellowships, M44 
The AFDH Grants To Study AIDS Risk To Dentists, AS47 
AFDH Names State Fund Raising Team, O8 
The American Fund to Study Economic Impact of Elderly, O52 
Anesthesia in Dentistry from the Dental Clinics of North America, 
William L. O’Connel!, (Book Review), N112 
Ankylosis of a Lower First Molar, Treatment with a 15-year Follow-up, 
hilip L. Rubin, Frank Bisk, N32; N35-N36 
Antiplaques Exposed In Television Report, JJ40 
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H Announces Leadership Appointments, A41 
aa Named to Head M.D. Quality Assurance, AS52 
Four UB Faculty To Advise On Drugs, A38 
Dr. Wasserman Elected President o AAHD, J45 
Approaching Dental Care for the Developmentally Disabled: A Guide 
for the Dental Practitioner, Paul V. Crespi (F.S. Ferguson), F29-F32 
Armed Services 
Active-Duty Families’ To Receive Civilian Care, AS47-AS48 
Dental Benefits Begin August 1 For Active-Duty Families, N87 
, UB’s Drinnan Named to Armed Services Advisory Board, 048 
sepis 
Costs of Asepsis, O9 
Awards, Citations, Honors 
AADE Distinguished Service Award to Journal Editor, O4 
AFDH Awards Six Major Training Fellowships, M44 
Ciancio Wins Periodontic Award, F33 
Sebastion Ciancio Receives Award from UB Dental Alumni, D43 
Distinguished Service Award Conferred on Dr. Wald, AS52 
DSSNY Presents Student Leadership Awards, JJ15 
GNYDM Honors Irving E. Gruber, Executive Director, N24 
David B. Kriser Dental Center Created at NYU, N87; N89 
Presidential Citation to Dr. Divack for ADPAC Seminar ss D41 
Dr. Ring To Receive Distinguished Alumnus Award, J45 
H. Trendley Dean Award To Louis W. Ripa, JJ42 
UB Researcher Wins International Award, AS48 


Baer, Paul N. (Michele Lester) The Gingival Crevicular Fluid Meter, D30 
Bailit, Howard L., The Prevalence of Dental Pain and Anxiety: Their 
Relationship to ‘Quality of Life,’” AS27-AS30 
Bernstein, Irving (Paul Bernstein and Marianne Salibello), Improvin 
Oral Functioning In A Cogenital Spinal Atrophy Patient By se 
Rehabilitation, J24-J26 
Bernstein, Paul (Irving Bernstein and Marianne Salibello), ae ati 
Oral Functioning In A Cogenital Spinal Atrophy Patient By Occusa 
Rehabilitation, J24-J26 
Bisk, Frank (Philip L. Rubin), Ankylosis of a Lower First Molar, 
Treatment with a 15- -year Follow-up, N32; N35-N36 
Bonding 
Bonding - A Work In Progress, Bernard P. Tillis (ed.), MY3 
Class II Composites: 1987 Thoughts and Techniques, Brian F. 
Pollack, MY25-MY27 
Clinical Applications for Dentin Bonding, Harry G. Meeker and 
Arthur Marks, MY17-MY20 
Evaluation of a Dental Adhesive and Cavosurface Angle in 
Preventin a Leakage, Gary A. Crim, MY22-MY23 
Extending Sealant Therapy to the Adult Population, Frederick A. 
Curro and Mannie Levi, MY32-MY35 
The Silk Wrap Technique For Composite Bonding, Jeff Evans 
Golub, MY28-MY30 
Book Reviews, J57-J58; F44-F50; M46-M50; A50; A52-A53; 062; O64; 
N112; N114; N116; N118; N119 
Boucher, Louis J., Treatment of the Edentulous Patient (Book Review), 


Bruxism 


A Multidimensional Approach to Bruxism and TMD, Andrew J. 
Cannistraci and Joan A. Friedrich, 031-034 
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Caines, Donald R., The Anesthetic Restoration of Ankyosed Deciduous 
Teeth Utilizing Porcelain Laminates: Report of a Case Study, 
F21-F23 

Cannistraci, Andrew J. (Joan A. Friedrich), A Multidimensional 
Approach to Bruxism and TMD, O31 

Capitol Report D19-22 

Caries Control 
Cariology Center Studies More Caries Control, AS53 

Caries Prevention in Children: The Use of Fluoride Mouthrinses and Pit 
and Fissure Sealants, Louis W. Ripa, F16-F19 

Caries Removal 
Caries Removal to Improve the Bonding Surface of Dentine: A SEM 

Study, Melvin Goldman, Joseph Kronman, Krystna Wolski and 
Robert R. White, M20-M21 

eye A., The Story of My Heart Transplant - A Case History, 
; N50 


Certification 
457 Labs Participate in Certification Program, A40 
Chadda, Safdar H. (Harry G. Meeker), Stabilization of Periodontally 
Involved Carious Teeth, D34 
Changing Dental Practice Configurations in New York State During the 
1980's, H. Barry Waldman, AS36-AS38 
Chemical Dependen 
Chemica ee Conference Scheduled, MY41 
Name Change for Dentists Assistance Committee, JJ14 
Class II er 1987 Thoughts and Techniques, Brian F. Pollack, 
MY25-MY27 
Clemens, Alan A., Delayed Buy-Out in Practice Sales, N72; N75 
Clinical Applications For Dentin Bonding, Harry G. Meeker and Arthur 
Marks, MY17-MY20 
Clinical Dentistry, Marvin K. Rubin (Book Review) 062; 064 
Clinical Periodontol For The Dental Hygienist, Marvin K. Rubin, 
(Book Review), F49-F50 
Communications 
Communication Improvements Include Newsletter, Ombudsman, 
A10-A11 
The Essence of Communication ...Put It In Writing!, L.W. 
Loveland, jJ30-JJ33 
New Prescription Form Specs, A13 
Community Activities 
“Doctors With A Heart’ Provides Free Care, O53 
Component News 
irst District, J51-J52; F40; M34; A44; A44; MY42-MY43; J]44-JJ45; 
AS54-AS55; O55; N92; D46. 
Second District, J52; F40-F41; M34-M36; A44-A45; MY43; MY45; 
J}45; JJ47; AS55; 056-057; N92; N94; D46; D48 
Third District, J52; F41; M36; A45; JJ47-JJ48; O57; D48 
Fourth District, J52-J53; F41; M36-M37; A46; MY45; JJ48; AS57; O57; 
N94; D48 
Fifth District, J53; F41-F42; M37; A46; MY45-MY46; JJ48-}]49; 
AS57-AS58; 058; N96; D48-49 
Sixth District, J53; F42; M37; M39; JJ49-JJ50; AS58; N96-N97; D49-50 
Seventh District, J53-J54; MY46; O58; 060; N100; N102; D50 
Eighth District, J54; F42-F43; M39; A46; MY46; JJ50; AS58; O60; 
N102; D50 
Ninth District, J54; F43; M39-M40; A47; MY46-MY48; JJ50; AS58; 
O61; N102; N104; N107; D50-51 
Nassau County, J55-J56; F45-F46; M40-M41; A48; MY49-MY50; JJ51; 
AS59; O61; D52 
Queens County, J55; M40; A47-A48; MY49; jJ51; D52 
Suffolk County, J56; F46; A49; MY50; AS60; N107; D52 
Bronx County, J54-J55; F43; F45; M40; MY48-MY49; JJ52; N108 
Components 
he Fourth District Dental Society Meets with Vermont, September 
17, O54 
Ninth District Sets New Standards in P.R., O51-O52 
— “~ om in Dentistry, William Friere Skiba (Book 
eview), N118 
A Conceptual Overview of TMJ Dysfunction Pain, Lawrence A. 
Weinberg, 018-024 
The Condyle Fossa Relationship: A New Look at the Anatomy of the 
Human MJ, Paul Scheman, 025-029 
Continuing Education 
Continuing Ed Forms at GNYDM, N18 
Continuing Education Registry (Insert) October issue 
Education Council Acts On Full Agenda, MY11 
Court Finds Emplo ed Dentist in Contempt, 048 
Crani dibula Disorders And Orthodontics Interrelationships, 
Arthur A. Gage, 043-046 
Creola, Patricia (Gloria M. Geraci, Joan Haberer, Kathryn A. Sielski, 
Joseph A. Sowinski, Robert M. O’Shea), Expanded Duties: Usage 
and Interest: A Dental Hygienists Report, N38; N40; N42; N44 





DECEMBER 1987 


Crespi, Paul V. (F.S. Ferguson), es Dental Care for the 
velopmentally Disabled: A Guide for the Dental Practitioner, 

F29-F32 

Crim, Gary A., Evaluation of a Dental Adhesive and Cavosurface Angle 
In Preventing Marginal Leakage, MY22-MY23 

Crowns and Bridges 
Replication By Silicone Impression Materials in Crown And Bridge 

Construction, Jules M. Hoffman, J40-J43 

ee in Dental Practice, Marvin K. Rubin, (Book Review), 

Curro, Frederick A. (Mannie Levi), Extending Sealant Therapy to the 
Adult Population, MY32-MY35 i 
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The DAI Report, J5; Fo; M9; A6; MY16; JJ8; AS8; N8; D12 
Danger! Are Your Dental Fillings Poisoning You?, Marvin K. Rubin, 
fSook Review), A50-A51 
Delayed Buy-Out in Practice Sales, Alan A. Clemens, N72; N75 
Dental Associates 
Associateship Symposium Sponsored by DSSNY at GNYDM, M11 
Dental Benefits 
Active-Duty Families’ To Receive Civilian Care, AS47-AS48 
Dental Benefits Begin August 1 For Active-Duty Families, N87 
Dental Care 
Approaching Dental Care for the Developmentally Disabled: A 
Guide for the Dental Practitioner, Paul V. Crespi and F.S. 
Ferguson, F29-F32 
Dentist Offers Home Denture Service, D41 
Nursing Home Must Include Dental Services, J12 
100 Million Americans Lack Dental Care, M45 
Stony Brook To Expand Dental Program For Disabled, J45 
Treatment Method Affects Patient Anxiety, F36-F37 
The Dental Clinics of North America: “Urgent Care,” Alan N. Queen, 
(Book Review), M49 
Denial Crowns and Bridges: a And Preparation, Herbert 
Horowitz, (Book Review), M4 
The Dental Faith Healers, F34 
Dental Health 
H.H.S. Survey On Dental Health Issued, JJ42 
Dental History 
A History of Drills and Drilling, Leonard Gorelick and A. John 
Gwinnett, J35-J39 
Changing Dental Practice Configurations in New York State in the 
1980's, H. Barry Waldman, AS36-AS38 
Life and Death of the Tooth Worm Theory, Lewnard Gorelick and A. 
John Gwinnett, AS21-AS25 
Dental Materials, Instruments and Equipment 
Program Handles Equipment Complaints, M44 
Dental Practice 
The Academic Institution And The Future of Dentistry: The Percy T. 
Phillips Memorial Lecture, Raymond P. White, Jr., J32-J34 
Nursing Homes Must Include Dental Services, J12 
On The Possibility Of Swallowed Or Inhaled Dental Objects, Edgar 
J. Goldenthal, J21-J22 
Planning For The Future of Dentistry . . .Now, Alan N. Queen, N60; 
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The Academic Institution And The Future Of Dentistry: The Per 
T. Phillips Memorial Lecture, Raymond P. White, Jr., J32-J 

Buffalo Wins $8 Million Grant, D43 

Columbia Drops Hygienist Programs, D45 
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NYU, CBS-TV Cosponsor Free Tristate 5 F 

NYU Oral And Maxillofacial Surgery Dept. To Be Named In Honor 
Of Dr. Anthony S. Mecca, F34 

Quartararo Addresses Options ‘86 At NYU, F36 

Stony Brook To Expand Dental Program For Disabled, J45 

The Dental Society of the State of New York 

The Academic Institution And The Future Of Dentistry: The Percy 
T. Phillips Memorial Lecture, Raymond P. White, Jr., J32-J34 

Associateship Symposium Sponsored by DSSNY at GNYDM, M11 

Capital Report, D19-22 
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Continuing Ed Registry Revision, F12 
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The Dental Society of the State of New York Spring Meeting June 
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Dial-A-Smile Reach-Out to Seniors, AS17 

Dinner-Dance Featured Award Ceremonies, F10 

DSSNY Approved I.C. System Collects, O9 

DSSNY Cited For Relief Fund Support, J14 





DSSNY Discount Airfare For Octobe 1987 ADA Meetings in Las 
Vegas, F39, M10 

DSSNY Media Relations Program, N18 

DSSNY Offers Booklets On AIDS, Hepatitis B, Herpes, J12 

DSSNY Opposes New Denture Regulation, A11; A13 

DSSNY Sponsors Sugarless Wednesday, A14 

DSSNY Takes Lead At Annual ADA 1986 Meeting, J10; J12 

Hotline Garners Widespread Coverage, M10 

Libel Action Against DSSNY Dismissed, D14 
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Members Vote DSSNY Bylaws Changes, F10 

NCDHM Campaign, J44 
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Member Survey on P & PR Agenda, F13 
Name Change for Dentists Assistance Committee, JJ14 
Council on Publications Will Conduct Survey, MY14 
P/PR Council Renders Reports on Active Program, JJ15 
Task Force Recommends Auxiliary Membership, JJ17 
Dentists Offered Trip to Israel, A40 
Dentures 
Dentures In, Dentures Out, A42 
DSSNY Opposes New Denture Regulation, A11-A13 
Lab And Authorization Reminder, F12 
The Law On Denture Identification, F12 
Department of Health 
NYC Health Dept. Sponsors Residency, F34 
DIAL-A-SMILE 
Hotline Garners Widespread Coverage, M10 
DIAL-A-SMILE Reach-Out to Senicrs, AS17 
Direct Bonded Retainers: The Advanced Alternative, Brian F. Pollack, 
(Book Review), J57-J58 
ees Nicholas A., Columbia Names New Head of Orthodontics, 
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Disposal of X-Ray Solutions P:obed, JJ17 

“Doctors With A Heart’ Provides Free Care, O53 

Drinnan, Alan J. (Terrence J. Thines), Hepatitis and Western New York 
Dentists, JJ22-JJ24 

Drinnan, Alan J., UB’s Drinnan Names to Armed Services Advisory 
Board, 048 
Alan Drinnan Named to Oral Pathology Board, D45 


a 
otice On Drugs, M13 


Editorial 

AIDS And The Dental Patient, Bernard P. Tillis, J3-J4 

AIDS And The Dentist, Bernard P. Tillis, J3-J4 

Bonding - A Work In Progress, Bernard P. Tillis, MY3 

Is There An Alternate Delivery Program In Your Future? Bernard P. 
Tillis, M3 

National Children’s Dental Health Month: pg Best 
“Marketing” Achievement, Bernard P. Tillis, F 

On — Young Talent Into Organized Dentistry, Bernard P. 
Tillis, JJ3 

Periodontal Care - An Expanding Discipline, Bernard P. Tillis, D30 

Reciprocity Now! Bernard P. Tillis, N5 

Seasons re Bernard P. Tillis, D4 

The x -Third Annual Greater New York Dental Meeting, Bernard 

. Tillis, N5 
Stressing Lucre Before Quality, Bernard P. Tillis, A3 


“Summer Soldiers and Sunshine Patriots,’ Bernard P. Tillis, AS3 
“TMJ Revisited,” Bernard P. Tillis, O3 
Elderly, Handicapped and/or Ill 
American Fund to Study Economic Impact of Elderly, O52 
Approaching Dental Care for the Developmentaily Disabled: A 
Guide for the Dental Practitioner, Ferguson, F.S., Crespi, Paul 


V. F29-F32 
Dental Health Study of Rural Elderly Brings Surprises, M45 
Dentist Offers Home Denture Service, Dat 
Eastman Dentists Aid Premees, D42 
cone Downturn In Medicaid Dentistry, H. Barry Waldman, 
Geriatric Patients and Hyposalivation, AS44-AS47 
Nursing Homes Must Include Dental Services, J12 
Protocol Guidelines Under Study, M45 
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Report, M16-M18 
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= Occusal Rehabilitation, Irving Bernstein, Paul baler 
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Offers Full-Time Emergency Care, MY 42 
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Disposal of X-Ray Solutions Probed, JJ17 
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Fluoride 
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Forms 
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Friedrich, Joan A. (Andrew J. Cannistraci), A Multidimensional 
Approach to Bruxism and TMD, 031-034 

Further Thoughts on “No Fault,” Gerry A. Hoffman, A16-A18 
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The History of Scurvy and Vitamin C, Frederick Raucher, (Book 
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Rochester Group Joins HMO Administrators, M43 
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Hoffman, Jules M., Replication By Silicone Impression Materials In 
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Independent Practice: The Educational Question, L. W. Loveland, 
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Guidelines for Disposal of Waste Material O8 
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White), Caries Removal to Improve the Bonding Surface of Dentine: 
a SEM Study, M20-21 


L 


Lab Infection Control Study at Utah, AS44 
Laboratories 
Lab Infection Control Study at Utah, AS44 
457 Labs Participate In Certification Program, A40 
Lab and Authorization Reminder, F12 
Laminates 
The Aesthetic Restoration of Ankylosed Deciduous Teeth Utilizing 
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Your Secret Employee, Harold L. Hamburg, M32-M33 
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Prostheses, Herbert Sherman, F49 
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Disposal Of X-Ray Solutions Probed, JJ17 
New Prescription Form Specs, A13 
Notice On Drugs, M13 
Tax Shelters and Reform, Vincent Liggio and Milton J. Siegel, 
1)34-J35 
Washington Update, M43 
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Stress Management For The Dental Team, (Book Review), F47-F48 
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Winter, Lois, A Dental Practice: Selling/Buying a Valuable Asset, 
A30-A32 


Wolski, Krystyna (Melvin Goldman, Joseph Kronman, and Robert R1 
White), Carries Removal to —* the Bonding Surface of 
Dentine: A SEM Study, M20-M21 


Y 


Your Secret rg a Harold L. Hamburg, M32-M33 
Yudkoff, Irving, The Key To Successful Therapy - Periodontics Before 
Rehabilitation, D38 


Z 


Zamzok, Jonathan (Ira E. Klein) Post-Palatal Seal, N54; N56-N57 
Zegarelli, David J., Ulcerative and Erosive Lichen Planus Treated by 
Modified Topical Steroid and Injection Therapy, M23-M24 





US Pere Sermece 
STATEMENT OF OWNERSHIP, MANAGEMENT AND CIRCULATION 
Reouwwed by I9 USC 3683) 





Va. TITLE OF PUBLICATION 
The New York State Dental Journal 


| 16 PUBLICATION NO 12. DATE OF FILING 
3/8 [3 | 3/4|0| | | 10-1-87 
2A. NO OF ISSUES PUB.\SHED 38 ANNUAL 


e OF € Suesc On 
Monthly except June/July and ANNUALLY s2e"Ifts. & Canada 
Re Foreign 








August/September when combined 10 
4. COMPLETE MAILING ADORESS OF KNOWN OFFICE OF PUBLICATION (Street. City, County. State and 2/Po4 Code, (Not paaten) 


30 East 42 Street, New York, New York 10017 
S COMPLETE MAILING ADDRESS OF Tt ME OF CENERAL BUSINESS OFFICES OF THE PUBLIEMER [hot printer] 
30 East 42 Street, New York, New York 10017 


16. FULL NAMES AND COMPLETE MAILING ADORESS OF PUBLISHER. EDITOR. AND MANAGING EDITOR (Thu stem MUST NOT 0¢ dient) 


30 East 42 Street 


PUBLISHER (Nome and Compiete Maing Address 
The Dental Society of the State of New York New York, New York 10017 
30 East 42 Street 


EDITOR (Name and Compiere Mauing Address, 
Dr. Bernard P. Tillis New York, New York 10017 
30 East 42 Street | 





























[MANAGING EDITOR |\Name ond Complete Maning Adare) ——SSCSCS~S 
Ms. Ellen Lusk New York, New York 10017 


7. OWNER (// owned Dy « corporenon. ins oe Y 
Owning oF noidiung | percent oF more Of 1018i emoun! Of stock If not Owned by 6 COrPOTENON. Ine name! and adarEsies Of INE INDNIGusl OwmEN! mutT 
firm 4s well 45 thet Of cacn individual must de gwen If INE Dubie 
, 














be seared; 





COMPLETE MAILING AOORESS 


30 East 42 Street ' 


New York, New York 10017 














i 
} 
| 
1 





|. KNOWN BONDHOLDERS, MORTGAGEES” AND OTWER SECURITY HOLDERS OWNING OR HOLDING | PERCENT OR MORE OF TOTAL 
AMOUNT OF BONDS. MORTGAGES OR OTHER SECURITIES (if mere are none. 0 1010) 


FULL NAME 





COMPLETE MAILING ADORESS 


























. FOR COMPLETION BY NONPROFIT ORGANIZATIONS AUTHORIZED TO MAIL AT SPECIAL BATES .Secnon 423 12 OM onty, 
‘Tre purpose, function, ane nonon status for Fegers: ncome tas ovroorm ' 





| 
! 
| 
i 





@ 
GED OURING [7] BAS CHANGED DURING 
“ss — 


MAS NOT Chany Af Cnaneed Peousner must moms expiananon rf 
PRECEDING 12 WONT ECEDING 12 MONTHS omens 


cnanee ttn ims ra! 








Ser SET OAL ww, CoES 30 SINS, 
10 EXTENT ANO NATURE OF CIRCULATION | pay Re isbut Puptiseeo weanes® 78 
1See onsrrec nuns on reverse nde’ TZ MONTHS LING DATE 


14,524 





t 
1 & TOTAL NO COPIES /.ver Press Run: | 


14,663 





|B PAID AND/OM REQUESTED CIRCULATION 
| 1, Sete rough oemen ong caren. street vengon anc counter sem! 0 0 
14,551 14,538 


14,538 





| 2. Me! Sumerouen 
(Pesd ang ior weqwerres: ‘ 





| © TOTAL Paid AND/OR REQUESTED CIMCULATION 
\___ Sum of 1081 ana 1082) 





14.55) 
D. FREE DISTRIBUTION BY WAIL. TARMIER OR OTHER MEANS 
SAMPLES, COMPLIMENTARY NO OTHER FREE COPIES 77 


14,628 





| © TOTAL DISTRIBUTION ‘Sum of Cana 3) 





* SOPIES NOT DISTRIBUTED 35 
: heal “owe ONES Otte” BentNg 





2. Rewurn trom Noun Agents 0 





G. TOTAL Sum of £. Fi ana 2 - towed cous nat prams run own im 4) 


14,663 14,608 


SIGNATURE AND TITRE CF EDITER PUBL. SHER SLSESS VAN @ GES IR OWNER 
7 
4 


KE CG bad Suk Managing Editor | 





1" | cartity that the statements made by 
me above are correct and complete 





NYS DENTAL JOURNAL 





